STYLE REF: RF200 P& Rock Fall? 


STYLE NAM E: OTUS INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2022 S7S HRO FO SR+ EN 61340 4-3:2018 ESD 


SIZES: 7-14 UK (WHOLE SIZES) | COLOUR: BLACK 
WITH A COMPOSITE PROTECTIVE TOE CAP AND MIDSOLE, OTUS HAS BEEN DEVELOPED USING A 
SPECIALIST LAST SPECIFICALLY TO ACCOMODATE WIDER FEET. A ROBUST BOOT FEATURING HIGHLY 
DURABLE MATERIALS INCLUDING A FULL GRAIN LEATHER UPPER, AN ACTIV-TEX® WATERPROOF 
MEMBRANE BOOTEE, LININGS MADE WITH 60-100% RECYCLED CONTENT, A SHOCK ABSORBING EVA AND 
RUBBER OUTSOILE AND A BOA FIT SYSTEM 


Upper Material 

Water repellent full grain black leather. Tongue and collar made with 100% recycled post consumer polyester 
Protective Components 

Protective composite toecap and composite anti-penetration flexi-midsole tested to PS level 

Lining Materials 

Activ-Tex® waterproof and breathable bootee membrane and lining made with 60% recycled content- tested for 
8 hours (5 times longer than EN requirement). Tongue and collar made with 100% recycled post consumer polyester 
Outsole 

Fuel resistant EVA, TPU and rubber outsole. 

Footbed 

Activ-Step° PU comfort foam footbed. 

Labels and Laces 

Boa Dial Fastening. Label made with 100% recycled post consumer polyester 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 17/07/2023 


Find this product at 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WM WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


